Metropolitan Water Reclamation District 
of Greater Chicago 

Official Public Meeting Notice 

Board of Commissioners 

At the direction of the Board of Commissioners, the time of the Regular Board 
meetings presently scheduled for July 7, 2016; August 4, 2016; September 1, 2016; 
September 15, 2016; October 6, 2016; October 20, 2016; November 3, 2016; 
November 17, 2016; December 1, 2016; and December 15, 2016 at 10:00 a.m. have 
been rescheduled to start at 10:30 a.m. in the Board Room, 100 East Erie Street, 
Chicago, Illinois 60611 



/s/Jacqueline Torres 

Clerk of the Metropolitan Water Reclamation 
District of Greater Chicago 



